SEPA Environmental Event Report 


Elms Event Number ENV/0891816 Notification Number 1 

Event Description Odour Complaint reported to be originating from 2 Sisters. Gas-like smell 


Reported By 
Surname 
Forename 
Organisation 
Name 
Address 1 
Address 2 
Address 3 
Town 
Post Code 
Tel No 
Fax No 

Email Address 


Receiving Officer 

Time Received 14:30:00 

Date Received 11-MAY-18 


Origin Public Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 15:45:00 

Date Responded 11-MAY-18 

Within 24? Yes 


Location 2 Sisters Poultry Ltd, George St, Coupar Angus, PHI3 9LU Located Notifiers Address? No 


Date Event Occurred 11-MAY-18 

Site Name 2 Sisters Poultry Limited, Coupar Angus RSASite? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact Category 4 - Other 

Cause Other 

Source Other 

Potential Hazard 
Complainants Notified? No 


Type Other 

Sector Other 

Sepa Activity PPC 
Farm Name 

Details No feedback required to complainent 
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SEPA Environmental Event Report 


Action 

Description 


SCC received complaint at 14:30. 

ang and e-mailed to notify of the complaints and request they do an odour assessment asap. 

Advised ad-hoc odour asessment required by (scheduled 25th May) unless further complaints received. 
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